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029775 

P R 281500Z MAR 75 
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UNCLAS THESSALONIKI 0214 

USDOC FOR SAD/OIM/DIBA 

E.O.l 1652:N/A 
TAGS: BEXP, GR 

SUBJECT: HOSPITAL EQUIPMENT AND SYSTEMS TRADE MISSION: 

STATUS REPORT 

REF: A) STATE 034412 B) THESSALONIKI 0183 

1. MAILING OF INITIAL 170 BROCHURES WITH RETURN 

CARD QUESTIONNAIRES COMPLETED MARCH 21 . ADDITIONAL 
ONE HUNDRED BROCHURES TO BE MAILED MARCH 29. 

2. SEVENTY INVITATIONS TO STAG RECEPTION TO BE HOSTED 
BY CONGEN APRIL 8 DELIVERED TO OFFICIALS AND 

KEY PROSPECTS MARCH 28. FURTHER INVITATIONS TO 

BE SENT AS APPOINTMENT SCHEDULES FINALIZED 

NEXT WEEK. FULL ACCOUNT OF MISSION PLACED BY 

USIS THESSALONIKI, APPEARED IN MAJOR LOCAL PAPER AND ON RADIO 

MARCH 22. USIS ALSO ARRANGING FOR ARRIVAL 

PHOTOGRAPHS AND EXTENSIVE COVERAGE TO APPEAR 

IN LOCAL PAPERS APRIL 9. 

3. FOUR QUALIFIED INTERPRETERS ENGAGED FOR APRIL 9 
WITHIN BUDGET SUGGESTED REF B. 

4. CONGEN WILL COMPLETE INDIVIDUAL APPOINTMENT 
SCHEDULES BY TELEPHONE CONTACTS AND CALLS DURING 
UNCLASSIFIED 
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FINAL WEEK PRIOR TO MISSION. 
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5. PHYSICAL ARRANGEMENTS AT ELECTRA PALACE 
HOTEL RECONFIRMED. 

BRENNAN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 28 MAR 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975THESSA00214 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7501 09-1 149 
From: THESSALONIKI 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1975034/aaaaadun.tel 

Line Count: 65 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: 75 STATE 034412, 75 THESSALONIKI 0183 

Review Action: RELEASED, APPROVED 

Review Authority: hartledg 

Review Comment: n/a 

Review Content Flags: 

Review Date: 20 JUN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <20 JUN 2003 by SilvaL0>; APPROVED <02 MAR 2004 by hartledg> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: HOSPITAL EQUIPMENT AND SYSTEMS TRADE MISSION: STATUS REPORT 
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